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F. Security, medical, emergency & fire protection plans

9107220226 Ack receipt of 910416 Itr transmitting rev to physical security plan dtd
910401.NRR requested to review frequency of alarm sys component testing (Section
2.3) & audit of security plan (Chapter 12) for policy implications.
CLINE.W.E.  Region 2 (Post 820201). 91/07/08. KARAM.R.A. Georgia Institute of
Technology, Atlanta, GA. 2pp. 58540:120-58540:121.

DOCKET 50-163 GENERAL ATOMICS

P. Operating license stage documents & correspondence

9107300287 Requests exemption from requirement of 10CFR70.51(d) to conduct physi-
cal inventory of SNM possessed under Licenses R-38 & R-67 at interval not to
exceed 12 months.per 910329 request for Tech Spec amend/revised 910411.
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 91/07/23. ADAMS.A. Non-Power Reactors, Decommissioning & Environmental
Proj. Dir. (Post 901216). 2pp. 58605:265-58605:266.

DOCKET 50-166 UN8V. OF MARYLAND RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9107010014 Forwards insp rept 50-166/91-01 on 910610-11.No violations noted.
JOYNER.J.H. Region 1  (Post 820201). 91/06/20. DIETER.G.E. Maryland, Univ. of,
College Park, MD. 2pp. 58246:185-58246:193.

-9107010016 Insp rept 50-166/91-01 on 910610-11.No violations noted. Major areas
inspectedmuclear matl controi.accounting, physical security.organization &
operation.storage & internal controls & inventory records.

DRAGOUN.T.F., BORES.R.J. Region 1 (Post 820201). 91/06/19. 7pp. 58246:187-
58246:193.

P. Operating license stage documents & correspondence

9107170251 Discusses 910508 Itr from DD Ebert of Univ of Maryland re operational as-
pects of fuel temp meter that is being replaced & which did not have cold junction to
compensate for room temp changes.Concurs w/conclusions.

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 91/07/03. ADAMS.A. Non-Power Reactors, Decommissioning & Environmental
Proj. Dir. (Post 901216). 2pp. 58482:359-58482:360.

Q. inspection reports, IE Bulletins & correspondence

9107010014 Forwards insp rept 50-166/91-01 on 910610-11.No violations noted.
JOYNER.J.H. Region 1  (Post 820201). 91/06/20. DIETER.G.E. Maryland, Univ. of,
College Park, MD. 2pp. 58246:185-58246:193.

--9107010016 Insp rept 50-166/91-01 on 910610-11.No violations noted. Major areas
inspected:nuclear matl controi.accounting, physical security.organization &
operation.storage & internal controls & inventory records.

DRAGOUN.T.F.. BORES.RJ. Region 1 (Post 820201). 91/06/19. 7pp. 58246:187-
58246:193.

9107020323 Forwards initial exam rept 50-166/OL-91-01 administered on 910521.
GALLO.R.M. Operator Licensing Branch. 91/06/27. WUTTIG.M. Maryland. Univ. of.
College Park, MD. 2pp. 58263:032-58263:093.

-9107020327 Exam rept 50-166/OL-91-01 on 910522-23.Exam results:five reactor op-
erator applicants passed both written & operating exams.

CANADY.J., SZYMANSKI.T.L Operator Licensing Branch. 91/06/25. 61pp.
58263:034-58263:093.

V. Operator Examinations

9107020323 Forwards initial exam rept 50-166/OL-91-01 administered on 910521.
GALLO.R.M. Operator Licensing Branch. 91/06/27. WUTTIG.M. Maryland, Univ. of,
College Park, MD. 2pp. 58263:032-58263:093.

-9107020327 Exam rept 50-166/OL-91-01 on 910522-23.Exarn results:five reactor op-
erator applicants passed both written & operating exams.

CANADY,J., SZYMANSKI.T.L Operator Licensing Branch. 91/06/25. 61pp.
58263:034-58263:093.

DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE

Q. Inspection reports, IE Bulletins & correspondence

9107180074 Discusses insps 50-170/91-01 & 30-04545/91-01 on 910425. Commends
both inspectors & mgt of Region I insp program.

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/07/10. KNAPP,M.R. Region 1 (Post 820201). 2pp. 58448:337-58448:338.

P. Operating license stage documents & correspondence

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

910725004S Concludes that financial info submitted for 1991 satisfies requirements of
section 10CFR140.21.

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 91/07/
12. DURHAM.J.W. Philadelphia Electric Co. 1p. 58535:168-58535:168.

Q. inspection reports, 9E Bulletins & correspondence

9107310151 FOIA request for documents re SALP rept for facility during period 860201-
870531.

DEMARCO.S.A. Affiliation Not Assigned. 91/06/04. Division of Freedom of Informa-
tion & Publications Services (Post 890205). 2pp. 58649:345-58649:346.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards a Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040. "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58416:188-58416:272.

9106210169  NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110p17 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107310157 Final response to FOIA request for facility SALP repts for period 860201-
870531.Forwards document listed in app A. Document also available in PDR.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205).  91/07/26.  DEMARCO.SAF.  Affiliation  Not Assigned. 2pp.  58649:347-
58649:354.

-9107310164 SALP repts for licenses DPR-12.DPR-44 & DPR-56 for period 860131-
870131.

BAILEY.RJ., KEIMIG.R.R., JOYNER.J.H. Region 1  (Post 820201), 87/02/17. 6pp.
58649:349-58649:354.

DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR

DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9107310157 Final response to FOIA request for facility SALP repts for period 860201-
87053i.Forwards document listed in app A. Document also available in PDR.
GRIMSLEY D H   Division of Freedom of Information & Publications Services (Post
890205),  9*1/07/26.  DEMARCO.SAF.  Affiliation   Not  Assigned.  2pp.  58649:347-
58649:354.

-9107310164 SALP repts for licenses DPR-12.DPR-44 & DPR-56 for period 860131-
870131
BAILEY.RJ. Region 1 (Post 820201). 87/02/17. 6pp. 58649:349-58649:354.

I. Financial information

9107020180 Forwards financial assurance documents submitted by B Wolfe, on behalf
of GE business components that operate facilities licensed by NRC under 10CFR1.
BURGESS.H.C. General Electric Co. 91/04/04. Region 1 (Post 820201). 2pp.
58315:247-58315:297.

DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY
REACTOR

P. Operating license stage documents & correspondencetrol operator chair next
